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ABSTRACT 


The influence of electrostatic and electrohydrodynamic 
charging on hydrocarbon fuel spray patterns and droplet 
atomization has been investigated. Research was performed 
in a combustion environment with an Allison T-56 combustor 
liner and an unmodified pressure-jet atomizer fuel nozzle. 
High-voltage probes and a variable-geometry probe insertion 
device were developed to assess the effectiveness of probe 
type and location on fuel spray modification and modulation. 
Exhaust gas temperatures and temperature profiles were 
measured to determine changes in the combustor's thermal 
profile and combustion efficiency. JP-4, JET-A and Number-2 
Diesel fuels were tested to analyze electrically-assisted 
atomization effectiveness relative to off-design fuel 
performance. Net temperature increases were recorded for 
all fuels, yielding combustion efficiency improvements of 
1.18, 1.10 and 0.68 percent for” DE-2, JET=4eanceeeo 
respectively. Observations indicate electrical charging 
effectiveness, in terms of thermal power output per unit of 
electrical power input, increases in the order of JP-4, JET- 
A and DF-2, suggesting a direct correlation with the surface 


tension of the fuels. 
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i  LNTRODUCTION 


A. BACKGROUND 

As world reserves of petroleum crude are being depleted, 
the yield of high quality crude is dwindling. Increasing 
shortages of high quality crude and threats of disruptions 
in supply caused by world economic shifts and international 
crises are certain to impact the availability and quality of 
the petroleum used to produce "mobility fuels", especially 
those required by high-performance military aircraft. fThis 
Situation has already begun to manifest itself in the form 
of crude oils containing higher percentages of aromatic 
compounds, sulfur and nitrogen. Further, forecasts indicate 
that during the next two decades the only economical fuels 
for aircraft turbine engines will be those produced from 
conventional crude supplemented by forms of synthetic crude 
derived from sources such as shale oil, tar sands and coal 
[Ref. 1]. The results of these trends and the change of 
important petroleum properties, such as viscosity, surface 
tension, density, and heat content will significantly impact 
aviation fuels. To prepare for such changes in jet fuel 
quality and availability, technologies must be developed to 
permit the next generation of aircraft engines and fuel 


systems to accommodate such changes while providing superior 


vs 


performance, reliability and durability. Also, since 
existing aircraft and current production engines will still 
be in the service inventories at the end of this century 
Similar technologies must be developed to provide cost 


effective retrofit options for these vital assets as well. 


B. OVERVIEW 

The fuel controls and fuel atomization systems used in 
modern gas turbine powerplants are highly complex and 
sophisticated devices. These components have generally been 
optimized to provide superior performance at some critical 
design point while providing safe, reliable and efficient 
operation over the expected operating range of the engine. 
This is especially the case regarding the design of engines 
for high performance military aircraft, but it is amply 
important to civilian airlines and commercial operators as 
well, in view of their needs for cost effective performance. 
The research, design, and development costs of these 
components are a substantial portion of the design 
expenditure for the overall engine. Not only have these 
components been optimized for the required performance 
targets, but they have been carefully designed with a very 
specific "primary fuel grade that will ensure the degree of 
performance, safety, and reliability demanded. Significant 
and possibly prohibitive operational penalties accrue if 
engine operation is attempted on "off-design" fuels. 
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Generally the most immediate effect on the engine's 
performance caused by operation on an off-design fuel is 
loss of combustion efficiency caused by degradation of the 
fuel atomization process. The fuel nozzles are no longer 
able to supply the optimum droplet size and spray pattern 
being demanded by the engine's power controls and, at best, 
some degree of efficiency and fuel economy are lost 
attempting to regain the required power level. Under less 
favorable conditions, starting and altitude relight 
capability may be lost, while in more catastrophic cases 
insufficient power from an aircraft's engine may disallow a 
safe takeoff. Rapid power changes or radical performance 
demands could initiate a flameout. 

To enable existing aircraft to operate under such 
broadened fuel specifications poses serious dilemmas to 
engine manufacturers and operators. Retrofitting entire 
fleets of aircraft demands a cost effective yet fully 
capable and dependable modification or replacement system to 
enable their continued service. However, designing and 
refitting such options may be too costly or moreover 
impossible altogether using conventional technologies. The 
ultimate solution to these problems may depend on new or 
alternative technologies that were formerly unpursued when 
higher fuel standards permitted conventional methods to 


suffice in meeting required objectives. One ‘such 
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alternative technology is the altering of droplet size and 
spray pattern by electrically inducing a charge in the 
droplets through electrostatic or electrohydrodynamic 
methods. 

Numerous researchers have investigated the electrostatic 
and electrohydrodynamic effects on the production or 
modification of liquid sprays, including hydrocarbon fuels, 
both theoretically and experimentally [Refs. 2-7]. Both 
theory and experience have shown that there are three 
principal effects of these technologies that could provide 
alternate solutions to fuel atomization difficulties. These 
effects are: 

1. Reduction in the mean droplet size of the spray 


2. Narrower droplet size distribution throughout the 
spray 


3. Production of more geometrically defined spray 
patterns. 


Further, it has been shown that these effects can be 
achieved with accelerating potentials in the range of 5-30 
kilovolts, with minuscule currents of the order of 100 
Microamperes, and for typical gas turbine compressor 
geometries and fuel flow rates. These figures support the 
feasibility of developing, modifying or modulating jet 
engine fuel sprays by electrostatic devices. Moreover, they 
suggest the prospects of enabling the fine-tuning of the 


atomization quality and thermal profiles within the 
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combustor, thereby permitting the optimization of combustion 
efficiency over a wider range of operating conditions. 
Development of this technology could lead to the innovation 
of a "fire-by-wire" system of electrostatic combustion 
through suitable feedback and control systems utilizing high 
speed microprocessor techniques. This would provide, in 
essence, either a primary or a supplementary electronic fuel 
control system to provide superior power response, fuel 
efficiency and component durability for future generation 
engines while enabling service life extension of existing 
powerplants and aircraft. It was toward these goals that 


the research reported herein has been focused. 


C. ELECTROSTATIC ATOMIZATION 
1. Discussion 

In the preceding sections the deleterious effects of 
operating present generation fuel atomizers outside the 
range of their design fuel specifications has shown that 
atomization quality and thence combustion efficiency would 
be severely penalized. Exploitation of the unique and 
potentially beneficial properties of electrostatic 
atomization could reverse this trend in existing combustion 
systems as a cost-effective retrofit option. Moreover, 
research and development in the field of electrostatic 
atomization could provide a subsequent generation of gas 
turbine engines capable of operating with impunity to the 


Wy 


effects of lesser grade fuels. This section will discuss 
the theory and practical application of electrostatic 
atomization and electrostatically enhanced spray atomization 
and modulation. 
2. Theorysoft Electrostatic Atomi zation 

The essence of electrostatic atomization is that a 
disruption of a liquid surface may be initiated by applied 
electrical forces resulting in the formation of charged 
droplets. The physics of the electrostatic disruption was 
first systematically examined by Lord Rayleigh during the 
late 1800's [Refs. 8, 9, 10]. In these works, he analyzed 
the phenomenon and calculated the critical charge level 
necessary to destabilize and disrupt a charged spherical 
droplet. He also observed that the resulting instability 
formed a liquid jet which protruded from the charged 
droplet. Under the continued influence of electrostatic 
charging, these jets were observed to breakup and form 
numerous small, stable charged satellite droplets. The 
classical statement of the Rayleigh Limit for stationary, 
spherical droplets follows: 


a. Rayleigh Limit Criterion for a Stationary 
Charged Droplet 


Utilizing a thermodynamics type energy balance 
approach, the fundamental relationships between fluid 
surface tension (0¢), surface charge (Q,), droplet surface 
area (A) and geometry, and the field potential (¢) can be 
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written in terms of the total reversible work (U;) required 


to increase the surface area and charge of a droplet's free 


surface: 


Then requiring that Uy is a state function, or dU,y is an 


exact differential will provide: 


' d0¢ 3¢ 
| = — (2 
er / A JA Os 


Further, the electric potential, ¢, can arise 
from the charge associated with the droplet or from an 
external field influence. Then for a charged spherical 
droplet, with the quantity (r) being the droplet's radius, 
Equation (2) can be solved to determine the effect of 
surface charge on a surface tension. Without an external 
field influence, the surface charge gives rise to a 
potential gradient, following Coulomb's Law, that 1s 
proportional to the magnitude of the charge and inversely 
related to the square of the sphere's radius. This 
relationship is represented by the following equation: 

3 -Qs 


pee = (3) 
/ or Aver? 





ily 


where (c€) is the permittivity of the medium surrounding the 
adrople:.. And since the surface area of the spherical 


Q€nopletais: 


A= 4tr?’ (4) 
the differential surface area becomes: 


oA 
ee — 8tr e (5) 
310g 


Combining equations (2, 3, and 5) yields: 
JOF eK) or -Qs 1 
— = = oa = | — (6) 
90,/ A dr/ \OA 4ter* 8tr 


d0Ff -Qc 
a zs poe = (7) 
90</ A B2em-r- 


Thus the effect of the droplet's charge on its surface 





tension is found by integrating (7): 


Ge 2 G -— —=—— (8) 
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By similar analysis the total surface energy (U) 
of an isolated charged droplet could be written in terms of 


the surface tension and the bound surface charge as: 


Qs’ 





U = 4tr’o¢ - 9) 


Stern * 
And so the net radial force on the droplet's surface is 


given as: 


3U Qs? 
[Fy | = = = 8Trd¢ - a : 
rE Hs & 





(rp 


Noting that the relationship involves the square 
of the charge, droplet charging of either polarity will 
result in a reduction in the surface tension of the droplet. 
Further, the effect of the charging is greatest for the 
smaller droplet radii, and if the magnitude to charging 


reaches a value such that: 
Cp = 81 Coger?) ® (olives) 


then the drop will become unstable and eventually breakup 
into multiple stable droplets. This breakup condition 
yields the stability criterion for the minimum droplet 


radius capable of sustaining a specific charging level: 


| a = C12) 





Zi 


This minimum stable droplet radius is the 
Rayleigh Limit relationship. From this expression it may 
readily be deduced that the higher the level of charging, 
that is the greater the field intensity affecting the 
charging, then the larger the droplet radius at which 
breakup instability will occur. 


b. Factors Affecting Rayleigh Limit for 
Nonstationary Evaporating Droplets 


While the preceding classical explanation of the 
Rayleigh Limit adequately describes the physics of the 
phenomenon, it is inadequate in dealing with the physics and 
thermodynamics of a fuel droplet sprayed into a combustion 
environment. Two predominant factors that must also be 
considered are the fluid dynamic forces and the evaporation, 
Or vaporization rate, experienced by the initially assumed 
spherical droplet. The influences of these factors, both of 
which tend to redefine the shape of the droplet, similarly 
affect the Rayleigh Limit charging and breakup mechanism. 
The analysis of how these bias the Rayleigh Limit for the 
case of nonstationary and evaporating droplets has been 
dealt with by Cerkanowicz [Ref. 11] and Kelly [Ref. 6]. The 
application of these analyses to the electrostatics of a 
fuel droplet spray in a combustor environment will be 


summarized in this section. 
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Cl) Staawad Wiivynamic Factors. Practical 


application of electrostatic spraying or spray modulation 
requires analysis of the relative motion of charged fuel 
droplets enveloped in a gaseous medium. Consequently the 
initially assumed spherical droplet undergoes a deformation 
under the loading of fluid dynamic forces. Because of the 
velocity difference between the higher velocity air flow and 
the injected droplets, droplet drag develops. This drag 
provides the mechanism for distorting the droplet as well as 
transferring gas-phase momentum to the liquid droplets. If 
the droplet were initially assumed to be rigid and 


spherical, the droplet force balance would be simply: 


=P (13) 


1 ~ 
drag pressure acceleration 


according to Figure 1 (see Appendix B), with the velocity 


slip between the two phases: 


Vslip = (Vg - ve) (14) 


following the analysis given by Deane [Ref. 12]. 

Droplet breakup due to fluid dynamic forces 
in such a two phase mixture is governed primarily by the 
ratio of aerodynamic forces, aS measured by the 


dimensionless group known as the Weber number (We): 


Om oD 
WE = Pa(Ystip} ? risa 


Ze 


The critical value of Weber number, We writ! must be 
experimentally determined; but for most nonviscous fluids 
the value above which droplets will break up is about 12 


[Ref. 13]. Similarly, the maximum droplet size which can 


exist in such flow conditions is: 


(16) 


In his analysis Cerkanowicz discusses the 
works of Taylor [Ref. 14] who approximated the effects of 
droplet shape distortion on the Rayleigh Limit. After a 
Legendre function for the first mode of drop distortion 
produced an ellipsoidal shape, Taylor modeled the droplet 
approximately as a prolate spheroid. In analogous manner to 
the classical Rayleigh Limit derivation of the previous 
section for a spherical droplet, Cerkanowicz provides for 
the case of a prolate spheroid the relation between surface 


tension and droplet charge: 
Qs? 4 2 
CF = Do - a — (17) 
640 *er? NI 
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where: Nie =e -O elo or /2 ieee = oe) 


a = ] =- e’ 

oe cml rieet eo) 7 (1 - e)] 

z = ellipticity = (1 - b2/a2)% 

a = semi-major axis 

b = semi-minor axis 

1g = undistorted spherical radius. 


By comparing the surface charge required to 
disrupt a prolate spheroid compared to a purely spherical 
droplet of the same volume, Cerkanowicz showed that the 
droplet distortion will cause a reduction in the charge 
required to initiate electrostatic aroplet breakup. This 
Supports the theory that the surface tension of a charged 
distorted droplet is less than the surface tension of an 
equally charged spherical droplet of the same volume and 
thus less electrostatic charging would be required to 
disrupt subsequently elongated droplets such as might be 
found in a combustor spray. 

Cerkanowicz concludes his analysis by 
developing a unified theory for nonstationary charged 
droplets which relates the Weber Number stability criterion 
and the Rayleigh Limit criterion modified for fluid dynamic 
effects. In so doing, he calls upon another dimensionless 


group, the Ohnesorge Number, (Z), which represents the ratio 


ZS 


of the viscous force to the square root of the product of 
the inertia and surface tension forces of the fluid: 
ne 


Z = (1883) 
(Gre Crp it é 





This he relates in the following manner to the critical 
Weber number. Since droplet viscosity represents the 
resistance of the fluid mass to the shearing action 
developed by aerodynamic drag forces, the Ohnesorge Number 
should provide a measure of the deformability of the droplet 
in an atomizing airstream. Therefore Z must also influence 
the critical Weber Number at which shattering of droplets is 
initiated. Citing the experimental work of Hinze [Ref. 15], 
shattering is found to be essentially independent of droplet 


viscosity at low values of Z, and We is equal to 


Crt 
approximately 13. At the other extreme, for large values of 
Z, experimental results support the theory that breakup of 
the droplets ceases and approximately excludes aerodynamic 
shattering. Hinze also developed equations relating the 
distortion (5) for droplets of initial radius (r = D/5) upon 
sudden exposure to an air stream with constant relative 
(slip) velocity (V 


slip): The dependence on the Weber and 


Ohnesorge Number is given by: 


6 doar) 1D 
r OF 
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where: 


k = 0.0850 for Z <s 


A 
-— 
e 
oS 


kK = =O,U47omcor 2 > 1.0 : 


Cerkanowicz provides that for a prolate spheroid droplet the 
maximum distortion relative to a spherical droplet of the 


same volume is 


as pals 
= =e = | (20) 
r maxX b . 


eee 7a 
k(We) = 1 - b ) (20) 


and solving Equation (17) for the ratio of surface tensions 


due to droplet charge: 


oe , Qs * 4 ; 
— = = a — (2) 
90 SCN Garey ape NI 
Miemece, —Gerinmiang Lor clarity o*, the fraction by which 
surface tension of a spherical droplet is reduced due to 


surface charge: 


o* = eae ig (23) 


ZT 


so that: 


4 ee 
Gf = SCG) yan no & | = (24) 


It follows that the shape assumed by a charged droplet in 


the presence of aerodynamic force may be deduced as: 


ase | \ 


{ 2a. /3 ee 4 eet 
k(Weg9) = 1l- | - | 1 SC : (25) 
ere, | NI | 
le _ _ 
WLtEh? 
eG Vslip *D 
Weo — a (26) 
ory : 
Equation (25) is significant or gee 


represents a unified theory for the Rayleigh Limit of 
droplets distorted by dynamic forces. By relating the 
aerodynamic force, in terms of Wey, surface tension, by o*, 
and droplet geometry through the axis ratio (4/,) it clearly 
defines the interdependence of these factors in determining 
the effects of electrostatic atomization in a gaseous flow 
field. 

(2) Thermodynamic Factors. Since the combustion 
of liquid fuels in a gas turbine combustor commences with 
the fuel in the form of droplets, the dynamics of the 


droplet evaporation can significantly affect the behavior of 
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the atomization process. As the droplet experiences 
elevated temperature and beings the evaporate in the 
combustion environment, two important changes occur that 
have an influence on the effectiveness of electrostatic 
droplet disruption. These are the change in droplet size 
(and density), and the variation in surface tension of the 
droplet. 

(a) Evaporation and Combustion. First the 
evaporation of the droplet causes a mass transfer as a 
result of the phase change occurring at the droplet's 
surface. As the fuel droplet vaporizes, sending gaseous 
phase fuel into the area surrounding the droplet, the mass 
of the liquid phase is reduced. Also, although in the 
increasing internal temperature of the remaining droplet 
would tend to cause it to expand, the more volatile 
components of the fuel are those which vaporize first, 
leaving behind the heavier hydrocarbons and other higher 
density components. This results in an offsetting of the 
volumetric expansion by a reduction in volume to mass ratio 
for the remaining droplet species. Therefore, the general 
effect is that of reducing the instantaneous mass as well as 
the size (vis-a-vis mean diameter) of the vaporizing 
droplet. Although a rigorous analysis of the vaporization 


rate and mass transfer relations is beyond the scope of this 
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investigation, the following simplified analysis will serve 
to illustrate the mechanism and physical trends. 

In the evaporation of a liquid fuel 
droplet the rate of vaporization depends principally upon 
the composition of the fuel, the ambient temperature of the 
free stream, the medium of the free stream and the size and 
temperature if the droplet. Thus in order to determine the 
rate of vaporization it would be necessary to know 
temperature gradient profiles and the composition of both 
the liquid and gas phases. However, if steady-state 
vaporization is assumed the profiles and composition for the 
liquid phase become inconsequential to the analysis for an 
assumed spherical droplet [{Ref. 16]. Thus the rate of 
vaporization of an assumed spherical droplet will be related 
to its environmental factors and proportional to its 
(instantaneous) diameter. Either the thermal conduction or 
mass transfer through the gas-phase adjacent to the droplet 
are then the limiting factors to vaporization. The change 
of mass of the droplet due to vaporization may then be 


written: 


—_ r/o PfFAYD (277) 


where Ay is the vaporization constant, which is related to 
the material constants of the fuel and the droplet's Nusselt 
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Number, while D represents the instantaneous droplet 
diameter. Assuming average or constant values for density, 
9f, and vaporization constant, Ay, this preceding equation 
may be integrated to predict the droplet size as a function 
of the initial droplet diameter, the vaporization constant, 


and elapsed time according to: 


emery = DG? = Xt (28) 
or 

Balt) =—l0o° see tl (29) 
where D(t) = Instantaneous droplet diameter at time (t). 


This is commonly called "D* Law" which 
is especially useful in the case of mono-sized sprays but it 
has also been applied to a variety of droplet distribution 
functions by Tanasawa and Tesima [Ref. 17]. In the case of 
a single droplet or a mono-sized spray a plot of D’ versus 
time (t) could easily be generated and the total evaporation 


time (te) would be obtained by setting D = 0 so that: 


This simplified analysis is easily 
extended to the case of a spherical droplet vaporizing with 


combustion with the following assumption. After ignition of 


ul 


the droplet the surface vaporization and gas phase diffusion 
flame combustion sustain one another. That is, the 
assumption is made that the diffusion fed combustion takes 
place in stoichiometric proportions so that the reaction 
takes place instantaneously. Since chemical reactions occur 
“infinitely fast" in comparison to time rate of change of 
droplet size, this is a very reasonable assumption and 
further, it supports the assumption that when steady state 
conditions are established rate of mass vaporization is 
equal to rate of mass burning [Ref. 16]. 

The rate of mass burning, (me), for a 
spherical droplet under these conditions is simply related 


to the rate of decrease of droplet volume according to: 
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where: Mf = mass of fuel droplet 


Pf = density of fuel droplet. 
Therefore, the time rate of change of droplet diameter may 
be deduced by restating the preceding in the form: 
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This result has been substantiated 
experimentally by numerous researchers [Ref. 17] and shows 


SZ 


Minder VapOrizatilon with combustion, the droplet 


diameter is a function of the burning time and related to a 
constant Ag called the burning rate coefficient, such that: 
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Thus by relating Equations 28, 32, and 33, of this section 
for the steady state case it may be seen that: 
-4m¢ 
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and thus both processes, vaporization and combustion, follow 
the "D* Law" in determining the size of the droplet at any 
instant. It must be stated, however, that there is a 
functional dependence of both the vaporization constant and 
the burning rate coefficient on the ambient temperature of 
the air surrounding the droplet. The dependence is such 
that both increase with elevated temperature. 

The important implications of reduction 
of the droplet's diameter due to vaporization and burning, 
and the acceleration of this process at elevated 
temperatures can have a pronounced effect on the 
effectiveness of electrostatics. In electrostatic 
applications, charge injection into the liquid may be used 


to form droplets or to hasten the breakup of droplets formed 
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by conventional atomization. The subsequent vaporization of 
these droplets occurs without charge loss [Refs. 6, 11] 
which results in an increase in the charge density of the 
droplet that is proportional to the vaporization constant or 


burning coefficient such that: 
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Thus the combined effect is to hasten 
the attainment of the Rayleigh Limit and initiation of 
droplet breakup. Roth and Kelly [Ref. 6] substantiate that 
the establishment of a charged droplet changes the otherwise 
continuous evaporative loss of mass to a process punctuated 
by episodes of convulSive disruption. This alteration 
enables each parent droplet to act as a source of highly 
charged sibling droplets as it evaporates and, in effect, 
enables each to act as an independent, electrostatically 
induced atomizer. 

(b) Variation in Surface Tension. The 
second major influence of elevated droplet temperatures in 
the combustion environment is the effect of temperature on 
surface tension. The surface tension of the liguid fuel 
decreases approximately linearly with increasing 
temperature. Since surface tension of a fluid is defined as 
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the work done in extending the surface of the liquid one 
unit area, or work per unit area, the reduction in surface 
tension of the droplet due to elevated temperature will 
enhance the ability of electrostatic forces to breakup the 
droplet. Thus for a given droplet charge, the establishment 
of the Rayleigh Limit would be hastened proportionally with 
the increasing droplet temperature. Conversely, elevated 
fuel droplet temperatures would enable droplet breakup due 
to electrostatic effects at a correspondingly lower charge 
level, requiring less electrical potential than in a 
quiescent atmosphere. For the combined effect in the 
application of electrostatic atomization of spray modulation 
to a combustor environment, the reduction in surface tension 
due to increased fuel droplet temperature would augment the 
reduction in surface tension due to electrostatic charging 
and increase the probability of droplet disruption and 
breakup. Simply stated, elevated temperature and 
Pmmeetrostatitc charging of the fuel droplets are 


complementary processes influencing droplet atomization. 
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II. NATURE OF THE PROBLEM 


A. BACKGROUND 

Because of its relative simplicity and excellent 
potential for precision control of liquid spray production, 
electrostatic and electrohydrodynamic atomization has 
received growing attention. Electrostatic spraying has 
found practical application in such diverse areas as high- 
speed ink-jet printing, pesticide, paint and liquid metal 
spraying, rocket and satellite propulsion, and even fog 
dispersal [Refs. 2, 5, 18, 19]. More recently it has been 
applied to hydrocarbon fuel spraying [Refs. 2, 6, 11]. 
Reductions in mean droplet diameters of 20 percent to 60 
percent have been reported and increases in spray-cone angle 
of 5 percent to 29 percent have been observed for cold 
spraying of hydrocarbon fuels under electrostatic influences 
(Refs. 3, 20]. Further, as discussed in previous sections, 
analysis of the effects of the combustor environment on a 
fuel droplet suggests that although emerging droplets may 
not initially be charged to their Rayleigh Limit, the 
processes of evaporation, combustion, aerodynamic drag and 
surface tension reduction should hasten the droplets passage 
through that limit. Thus it is reasonable to expect that 


electrostatic modification of fuel sprays in combustors 1s a 
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Viable and efficient means by which the desired modulation 
and control of fuel droplet size and spray dispersion 
pattern can be achieved. 

Consequently, a research program was established at the 
Department of Aeronautics, Naval Postgraduate School, 
Monterey, California, in 1980 to study the application of 
these concepts to gas turbine combustor spray atomization. 
In order to examine the theoretical predictions concerning 
the effects of electrostatic fields on combustor fuel 
Sprays, this research has proceeded along two main paths and 
spanned the efforts of five thesis students. The two 
research paths were, first, the investigation of 
electrostatic spray effects on "cold" sprays produced by a 
combustor nozzle and second, the study of these effects 
under actual burning conditions in a gas turbine combustion 
chamber. An overview of the work of the four previous 
research efforts follows to provide insight into the 
successes and difficulties which have guided the research 
reported herein. 

The initial research was engaged by R. J. Laib 
[Ref. 20]. He investigated the changes in droplet size, 
Size distribution and spray "cone-angle" that could be 
induced by high voltage fields during "cold" spraying. In 
addition to the development of a test apparatus, his goals 


were to determine the reference spray patterns and droplet 
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size distributions produced for JP-4, JP-5 and DFM in the 
absence of an electrical field and observe the changes that 
occurred in the spray pattern and droplet size distribution 
when an electric field was applied. Lastly, he would 
attempt to electrostatically modify the spray of an 
alternate fuel (e.g., DFM) to resemble the spray of the 
reference fuel (JP-4) observed in the absence of the 
electrical field. The results of this research were 
measured utilizing high speed photography and laser light 
absorption techniques. With the influence of electric 
fields produced by a high voltage electrode positioned 
coaxially with the nozzle orifice, Laib was able to reduce 
the droplet size by approximately one-half using applied 
potentials of less than 30 KV. The spray of JP-5 fuel was 
made to resemble that of the JP-4 reference spray by the 
application of 29 KV. Dramatic results were also obtained 
with DFM under the influence of the electrical field. The 
spray of DFM without application of the electric field 
revealed droplets ranging from 600-1200 microns in diameter 
and a spray cone-angle of approximately 78 degrees. With a 
field potential of 23 KV the same measurements revealed 
droplets ranging from 200-600 microns and a spray cone-angle 
Of about 90 degrees, clearly indicative of an overall 
improvement in the droplet size distribution and spray 


geometry. 
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The next phase of the program was conducted by L. L. 
Todd [Ref. 21]. The primary efforts of this phase were the 
design, assemblage, and evaluation of a combustor test rig 
capable of simulating the operational environment of a gas 
turbine combustion chamber. Upon completion of the test 
rig, electrostatic modification of the fuel spray for 
primary and off-design fuels was to be evaluated. The 
construction of the test rig was successfully completed and 
rudimentary measurement apparatus were put into service to 
correlate electrostatic effects with combustion efficiency 
changes. Preliminary testing of a high voltage electrode 
probe was then attempted. The probe entered the combustor 
through an existing flame propagation crossover tube 
opening. Two variations in probe geometry were tested. The 
first probe variant was insulated for passage through the 
combustion chamber's inner and outer walls but terminated 
with an exposed 90 degree bend in its stainless steel 
electrode. The second version used the same entry and base 
construction but eliminated the 90 degree bend by inserting 
the probe at an inclined angle. This variation permitted 
the addition of ceramic insulation around the formerly 
exposed electrode and enabled the use of purge air to offset 
flame holding tendencies at the exposed electrode tip. 
Despite these variations, neither probe was able to sustain 


sufficiently high voltages to produce measurable 
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electrostatic effects before electrical grounding of the 
probe occurred in combustion tests. 

In a subsequent phase of the research, J. M. Logan 
[Ref. 22] conducted experiments along both paths, continuing 
the work of Laib [Ref. 20] through optical absorbtivity 
experiments using a "cold" spray apparatus combined with a 
Helium-Neon laser light source. These experiments confirmed 
earlier results showing that optical absorbtivity for a 
given fuel spray could be increased by the influence of 
electrostatic effects, indicating a reduction in the droplet 
Size and, possibly, the droplet agglomeration of the sprays. 

Along the second path, Logan addressed the problems of 
probe shorting. To attempt to overcome the debilitating 
effects of probe flameholding and shorting, Logan altered 
the design of the electrostatic probe by utilizing a 
spherical tipped ceramic insulator in place of the former 
hollow cylinder used by Todd. A small exit hole was made in 
the spherical tip through which the stainless steel 
electrode was exposed approximately 1/l16-inch. By means of 
this design, purging air could be concentrated at the 
electrode tip to facilitate the reduction of flames and 
ionized combustion gases in the immediate proximity of this 
critical portion of the probe. Although three variations of 
this type electrode probe were investigated, all entered the 


combustor through the formerly used cross-over port, 


40 


inclined approximately 67 degrees incident to the combustor 
wall. All probes were purged with air at the tip. 

With this design, Logan was the first researcher of this 
program to sustain a high voltage potential on the 
electrostatic probe within the live combustion environment. 
In the configuration described, the probe withstood 30 KV 
beltore arcing Occurred dwiring "“eold“ stests in the static 
combustor. Under live combustion conditions, while a peak 
voltage of 22 KV was recorded, the probe's electrical 
integrity rapidly deteriorated due to carbon deposition, and 
meaningful data collection was restricted to potentials of 
12 KV or less, with probe currents approaching 10 mA, the 
maximum available from the power supply. However, unlike 
Todd, Logan was able to collect sufficient data to indicate 
that high voltage application produced measurable increases 
in combustor exhaust temperature. These were the fist 
results indicative of an increase in combustion efficiency 
due to electrostatic effects. It should be noted, however, 
that the high currents sustained in achieving these results 
are much higher than the "leakage" currents (which are 
ideally in the microampere ranges) necessary to accomplish 
routine electrostatic spraying. This is indicative that the 
electric field integrity was not being maintained 


continuously but instead underwent sporadic shortage-type 
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breakdowns to the combustion flame, gases, or grounded 
combustion liner. 

This detriment to the maintenance of field integrity has 
been the major difficulty in the practical application of 
electrostatics to combustible sprays. Since shorting 
rapidly takes place when the probe is enveloped in ionized 
combustion gases, any flame-holding by this device 
exacerbates the problem. As a result of the research of 
Logan, it was believed that this problem might be overcome 
by moving the entry location for the electrostatic probe 
toward the nozzle end of the combustor and thus further away 
from the primary combustion zone or flame front. Further, 
it was thought that the addition of appropriate "circulation 
control" purging about the tip of the high voltage probe 
could sufficiently decrease the flame-holding character- 
istics of the probe itself and improve the ability to 
Maintain a high potential between the probe tip and the fuel 
nozzle. These improvements were attempted during the 
investigations reported by J. A. Mavroudis [Ref. 23] in 
which this researcher participated as a co-worker. 

In his research, Mavroudis investigated the improvements 
listed above and incorporated data measurement and recording 
improvements to the basic combustor test rig. As with this 
report, samples of test fuels were chemically analyzed by 


the Aerospace Fuels Laboratory. Wright-Patterson Air Force 
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Base, Ohio, in order that a more accurate interpretation of 
test data could be made. Additionally, the combustor was 
modified to accept electrostatic probes at the new location 
called, the "“right-angle entry" position. This position 
enabled the probe tip to be placed at a distance of 
approximately 25 millimeters from the nozzle, entering the 
combustor in a radial fashion relative to the combustor's 
longitudinal axis. No attempts to angle the probe toward or 
away from the nozzle were made. The former entry port was 
blocked by a removable stainless steel plug. 

Coincident to these modifications, the airflow facility 
of the test rig was calibrated to improve the accuracy, 
repeatability and reducibility of test data. Calibration 
was achieved uSing a standard 2.4 inch sharp edge orifice 
with pressure measurements taken following established 
procedures [Ref. 24]. Simultaneously, the pressure drop was 
measured across a permanent component of the test rig, 
namely an in-line partially closed butterfly valve (notch- 
type, repeatable valve). Mass flow rate was correlated for 
the pressure drops recorded for the orifice and the 
butterfly valve for a wide range of air supply valve 
settings. Utilizing precision manometry and a differential 
pressure transducer, calibration curves were produced to 


permit the setting and recording of airflow rates using only 
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the butterfly valve as a "known" pressure drop once the 
calibration orifice was removed. 

Next a series of circulation control probes were 
constructed and evaluated under combustion conditions. 
seven variants were tested, purging with air initially and 
later nitrogen. Circulation control techniques ranged from 
an improved end-purge probe (as used by Logan) to designs 
with up to five purging slots cut in various geometries 
around the periphery of the ceramic insulator. For those 
designs the maximum sustainable voltages in the combustion 
environment ranged from a low of about 5 KV to a high of 
Lil Saukives 

The results of this phase indicated that at maximum 
sustainable probe potentials (nominally about 10 KV) exhaust 
gas temperature increases of 30° F to 60° F could be 
achieved for some fuel-rich equivalence ratios for JP-5 and 
Jet-A fuels. For Similar ER's using DF-2 fuel a peak 
temperature rise of about 100° F was recorded with a probe 
potential of only 9.2 KV. However, as had been the nemesis 
earlier, such results were obtainable only with currents of 
5 to. 8 amar Also the flame holding tendency of the 
electrostatic probe even at its new location prohibited the 
maintenance of the electric field integrity at higher 
potentials. For fuel lean ER's which represent the normal 


and desirable operating condition for gas turbine combustors 


44 


the results were not as favorable. While tests of JP-5 and 
Jet-A fuels produced some temperature increases for 
potentials of 9-10 KV, key averaged only about 15° F rise. 
Tests of DF-2 under fuel-lean conditions produced no 
reportable temperature increases with voltages of 
approximately the same magnitude (8-10.5 KV). As before the 


currents required generally ranged from 5 to 8 mA. 


B. RESEARCH GOALS 

The primary goal of the research reported herein was to 
further investigate the electrostatic modulation of fuel 
Spray patterns and atomization within the combustor. It was 
desired to further substantiate and assess the practicality 
of employing this means of increasing and controlling the 
combustion efficiency of gas turbine engines. Continuing 
the research commenced by Todd and furthered by Logan and 
Mavroudis, [Refs. 21, 22, and 23 respectively] this 
investigation concentrated upon the analysis, design, 
incorporation and testing of methods of maintaining a high 
electric field strength under actual combustion conditions. 
Concurrently, improvements in the methods of data 
measurement, recording, and analysis would be pursued. 
Means of increasing the productivity and safety of the test 
rig would also be sought. 

To offset the effects of the flame holding tendencies of 
the electrostatic probes, new designs and materials would be 
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investigated, and new probe variants constructed. To 
further reduce the effects of inserting such a "blunt-body" 
in the combustor flow stream, in close proximity to the 
primary flame zone, the design of a variable geometry probe 
insertion apparatus would be attempted. 

This later objective had multiple purposes. First, 
along with suitable alignment and measuring devices, the 
apparatus would enable alignment of the probe's electrode 
precisely with the fuel nozzle's centerline, where 
electrostatic charging should have its most pronounced 
effect on the total spray pattern. Lack of such capability 
had caused repeatability problems during previous efforts 
when reinserting probes after cleaning or modification. 

Secondly, a variable geometry apparatus would permit 
positioning the probe's electrode at varying distances from 
the nozzle. Moving the probe's tip along the longitudinal 
axis of the combustor held several advantages, the foremost 
being that it might allow the electrode to be sufficiently 
removed from the region of flame and ionized gases to 
preclude a shorting path. Next, as fuel type and 
equivalence ratios were varied, it would permit reestablish- 
ment of a non-shorting operating position. FPinally,. @e 
might allow assessment of the effects of field intensity 
variations as a function of attainable probe voltage versus 


distance from the grounded nozzle. 
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A third benefit of a new insertion apparatus would be to 
facilitate precise alignment of "circulation-control" 
probes, since the purging slots could be oriented (with 
repeatability) to any angle relative to the swirl of the 
flow field in the combustor. 

Lastly, but extremely important to this phase of the 
research, the new insertion device would provide for the 
rapid removal and replacement of electrostatic probes. This 
would permit not only analytical observation and cleaning of 
the conductive carbon deposits, but enable the analysis of 
new probe designs without any "down-time" to the combustor 
test rig itself. This later capability was extremely 
beneficial during the testing sequence for it permitted 
research to continue uninterrupted using an existing probe 
while a newer variant was under fabrication in the machine 
shop. 

The most favorable results reported by Mavroudis 
[Ref. 23] demonstrated the ability of electrostatic spray 
Medifiteetwtonetior the fuel-rich case. However, such 
equivalence ratios are clearly not within the range where 
practical application of electrostatics could provide 
improvements in fuel economy or engine performance. 
Although improvements under fuel-rich conditions would 
assist during engine start-up and at-altitude relight, where 


low engine RPM's produce corresponding low compressor output 
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and thus higher fuel-to-air ratios, such operations are a 
very short and transient condition. Operations in these 
regimes are generally facilitated by the staging of fuel 
pumps and nozzle metering orifices. 

Accordingly, a goal of this research effort was to 
concentrate on investigating fuel spray modification and 
combustion efficiency improvement for fuel-lean equivalence 
ratios, especially for the most "off-design" fuel, DF-2. It 
was envisioned that attainment of improvements under these 
engine operating conditions, where combustion efficiency is 
already approaching and viability of electrostatic spray 
modulation and control. 

A final objective of this research phase relied upon the 
development of the previously described variable-geometry 
apparatus. Possessing the capability to advance the high 
voltage probe toward the nozzle would enable the 
investigation of establishing high electrical field 
intensities with correspondingly lower voltages as the gap 
between the probe and the nozzle was made smaller. The 
postulate that maximum practicality of electrostatic 
applications must be demonstrated by maximizing the droplet 
charging while minimizing the voltage and current required 
to establish the charging field defined the final objective. 
The use of minimal high voltage and "leakage" currents would 


be investigated for smaller probe-to-nozzle gaps. In so 
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Seung it e@was hoped that a maximization of the ratio of 
thermal power output to electrical power input could be 


attained. 
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IIT. EXPERIMENTAL PROCEDURE 


A. TEST FUELS AND PROPERTIES 

Three fuels were selected for this phase of the research 
in order to evaluate electrostatic effects and trends over a 
range of physical and chemical properties. The fuels chosen 
included JP-4, JET-A and DF-2. Samples of each fuel were 
subjected to physical and chemical analysis by the Aerospace 
Fuels Laboratory. Wright-Patterson Air Force Base, Ohio. 
The results of these test (Table 1) provided the basis for 
accurate interpretation of the experimental data. Values 
£OG JP-5 fuel, from earlier researcher's experiments 
(Ref. 23] are included for comparison. 

The weight-percent of hydrogen was used to calculate the 
stoichiometric fuel-air ratios in order to determine 
combustion equivalence ratios. Density was required for 
determining fuel mass flow from measured volume flow data. 
Viscosity was necessary for calibrating the fuel flowmeter 
and along with surface tension was valuable for predicting 
and assessing the quality of spray atomization and prospects 
for electrostatic modification. Aromatics values are shown 
to establish the trend that higher percentages are related 


to lower combustion efficiency and atomization quality. Net 
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Heat of Combustion figures were necessary for calculating 
the combustion efficiency of each fuel. 

Military JP-4 (NATO SYMBOL F-40) is the design fuel for 
the T-56 combustor and fuel nozzle used in these tests. It 
1s a widecut distillate fuel with high hydrogen to carbon 
(H/C) ratio, high net heat of combustion, and low viscosity 
and surface tension. These qualities give JP-4 excellent 
l1gnition, combustion, atomization, and low temperature 
pumpability characteristics. 

JET-A is also a high grade, aviation kerosene-type fuel, 
but with qualities slightly less favorable than those of JP- 
4; it provides a "slightly off-design" comparison fuel. 
Preceding researchers had used military JP-5 for comparison 
With JET-A and DF-2. However, aS analysis of the fuels 
reveals, JP-5 is very similar to JET-A in all respects. 
Additionally both JP-4 and JET-A were available locally; JP- 
4 at Fort Ord, California and at JET-A at Monterey Peninsula 
Airport. The nearest source of JP-5 was Naval Air Station, 
Alameda, California. 

Diesel fuel, Number Two (DF-2) was also readily 
available through local procurement. It is the fuel used in 
all previous combustion tests, though Laib used marine 
diesel fuel (DFM) in his optical analysis. Representing the 
“greatly off-design" comparison fuel, DF-2 had the lowest 


H/C ratio and net heat of combustion values. Both indicated 
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DF-2 should produce relatively lower combustor temperatures 
and combustion efficiency for a given equivalence ratio. 
Its higher viscosity and surface tension predicted that 


DF-2 would produce poorer atomization and spray quality. 


B. ELECTROSTATIC PROBES 
A major portion of this research phase was dedicated to 

addressing the problems experienced with earlier 
electrostatic probes. The main undertaking was to try to 
minimize the obtrusive effect of the probe while maximizing 
its electrical charging capabilities in the “hostile" 
combustor environment. Considerations in designing new 
probes were: 

1. Reduce the flame-holding characteristics 

2. Maintain higher charging voltage without breakdown 

3. Provide high thermal and electrical insulation 


4. Provide the capability for use with or without 
purging. 


Originally the idea of using curved, insulated probe 
designs was considered. By utilizing a material such as 
quartz tubing (General Electriteam product “Vyccor- on 
equivalent) it was envisioned that a curved probe insulator 
could be made to support the electrode in closer proximity 


to the fuel nozzle. In this manner it was hoped that the 
probe could be made more streamlined to the flow in the 


combustor while decreasing the electrode-to-nozzle charging 


372 


gap. However, problems immediately surfaced with this idea, 
not the least of which was that local fabrication facilities 
were not available to handle the moderately delicate process 
of simultaneously heat treating (in a hydrogen flame) and 
curving both the quartz insulator and the enclosed tungsten 
electrodes. Off-site contracting for such specialized, 
limited quantity items was also abandoned as 
cost-prohibitive. 

Instead the manufacture of a variable geometry probe 
insertion device and the use of new materials was decided 
upon as offering the greatest overall benefit both 
experimentally and economically. All previous probes had 
been made to one fixed geometry and then rigidly mounted to 
the combustor outer casing, with alignment being 
accomplished in the machine shop; a process that precluded 
continuation of combustor testing when a new probe variant 
was being assembled. Therefore, designs were evaluated that 
would allow the flexibility to replace probes, change their 
geometry (relative to the fuel nozzle and the gas flow) and 
provide for alignment at the test facility instead of the 
machine shop. Moreover, with variable geometry the 
electrostatic probe could be "scanned", in terms of 
electrode-to-nozzle gap, in order to locate successful 


operating-points for electrostatic charging. 
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The device designed incorporated a hollow ball-joint 
support for a standard diameter (3/8 inch) ceramic 
insulator. The ball-joint was made to be self-sealing when 
tightened in its brass bearing-socket, while the ceramic 
probe was sealed by a brass washer, rubber "O"-ring and 
torque-nut where it entered the hollow ball-joint support on 
the exterior side of the device, (Figure 2). 

The ball-joint allowed the probe-to-nozzle gap distance 
to be varied by changing the angle of the probe, fore and 
aft, inside of the combustor. Lateral motion of the ball- 
joint and extension or retraction of the probe through the 
hollow mount permitted precise alignment of the probe tip 
along the axis of the fuel nozzle. Rotation of the probe 
about its own axis allowed for orienting the circulation 
control slots of purged probes. Because of these motions, 
the insertion device was labeled the "four-degree-of- 
freedom" probe mount, (Figure 3). 

To facilitate the alignment of the probe tip, a right- 
angle finder periscope was modified to provide a "“bore- 
scope" along the axis of the fuel nozzle. (Figure 4). 
Mounted in a threaded, adjustable mounting sleeve, the 
periscope entered the combustor through the crossover tube 
port that had been used as a probe entry on earlier 
experiments. During preparation for combustion tests the 


periscope's reticle was centered on the axis of the fuel 
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nozzle. Next, the electrode tip of the probe was aligned 
exactly using the periscope's reticle. An externally 
mounted calibration scale was designed and constructed to 
provide precise and repeatable settings of the electrode-to- 
nozzle charging gap. With this scale, gap distances could 
be established in 0.5 mm increments from 5.0 mm to 35.0 mm 
with an accuracy of + 0.25 mm. Once this procedure was 
completed, the periscope was removed and replaced by a 
stainless steel plug that sealed the opening in the 
combustion liner. 

A common probe end was designed to accommodate a wide 
variety of candidate designs. The basic design provided a 
structure that could accept various probe insulation 
materials, provide for connection of the electrode to high 
voltage, and supply the capability for purging or 
pressurizing the probe. A cylindrical plenum was machined 
from stainless steel to form the end piece. At one end a 
1/2 inch diameter barrel provided for cement-bonding with 
insulator tubes. At the other end a connector for high 
voltage leads was fitted. The shape of the plenum was 
rounded to the maximum practical extent to preclude 
undesirable corona discharges from degrading charging 
performance at the combustor end of the probe. On the side 
of the plenum a removable, threaded plug and "O"-ring seal 


were provided for connection to a pressure line. With this 
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common plenum end, three new probe variants were made and 
tested. (Figure 5) 

The first variant attempted to exploit the increases in 
thermal and electrical insulation realized with the quartz 
tubing. The tubing selected was slightly less than half the 
diameter of the ceramic insulators used previously 
[Ref. 23]. Tungsten electrode rods were inserted into these 
tubes and then one end was turned in the flame of a small 
hydrogen torch. In so mating the tungsten electrode to a 
streamlined quartz tip it was hoped that a thinner, more 
aerodynamic form would offset the flame-holding difficulties 
while allowing the probe to function without nitrogen 
purging For reference this variant was called a "sealed- 
quartz probe” (Figure 6). 

A second design was simply a variation of the first. 
The tungsten-quartz seal of the first probe design proved 
insufficient to prevent gaseous fuel from entering the tip 
of the probe. As a result, the fuel entrapped within the 
quartz tube, would undergo thermal decomposition and form 
coke and soot deposits on the inside walls of the quartz. 
Since these deposits degraded both the electrical and 
thermal insulation qualitites of the probe it was decided to 
add nitrogen pressurization to the probe. This was not a 
purged probe; no attempt was made to provide circulation- 


control around the probe. Merely enough pressure to exclude 
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fuel from entering the probe tip was applied. When 
pressurized (to approximately 15 PSI) no flow of nitrogen 
could be felt at the tip, nevertheless, further fuel 
entrainment was prevented. This probe was called the 
"pressurized-quartz probe". (Figure 7) 

The third design was called the "double-insulated purged 
probe", This probe was designed from the beginning to be 
purged with a flow of nitrogen, similar to the design used 
by Mavroudis [Ref. 23]. However, it sought to minimize 
flame-holding with minimal purging and reduce the distortion 
of the flow within the combustor. It attempted this by 
using smaller diameter, higher quality ceramic insulators 
(Coors Co., AD-998 series Alumina tubes). To provide 
circulation-control (to reduce flame holding at the tip) a 
slot approximately 1 mm wide and 5 mm long was cut into the 
tip of a 1/4 inch alumina tube using a diamond-saw cutting 
wheel. Then in order to reestablish electrode insulation in 
the purging slot a sheath of quartz tubing wasS incorporated 
around the tungsten electrode. This sheath was kept at the 
tip by spring pressure inside the ceramic insulator. in 
this manner the probe could be purged to provide flame blow- 
off at the tip without completely sacrificing electrical 


insulation to the depth of the purging slot (Figure 8). 
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C. EXPERIMENTAL APPARATUS 
To provide realistic evaluation of electrostatic fuel 
spray modification, testing was conducted on an actual gas 
turbine combustor and fuel nozzle. The apparatus used in 
this research was the same basic equipment suite assembled 
by Tedd || Ref v2 lim However, numerous improvements and 
innovations in the combustion test rig were made to provide 
increased accuracy and more systematic acquisition and 
recording of experimental data. Other changes were made to 
permit increased flexibility in investigating electrostatic 
effects, or to increase the productivity and safety of the 
test rig. Finally, new electrostatic probe designs and 
materials were incorporated to attempt to overcome the flame 
holding and field breakdown problems that had plagued 
previous research efforts. The apparatus and modifications 
are discussed in this section. 
1. Combustor Apparatus 
The combustor section consists of a single 
combustion liner of the type used in multiple combustor, 
can-annular, aviation gas turbines. The particular 
combustor used was a standard stock liner for Allison T-56 
model gas turbine engines which power such aircraft as 
Lockheed C-130's (L-100) and P-3's (L-188). The T-56 liner 
was mounted within an eight inch diameter stainless steel 


pipe housing supported by a split-ring at the exhaust end, 
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and the fuel nozzle stem at the upstream end. Together the 
pipe and liner formed the entire combustor section, 
permitting the direction of both combustion (primary) and 
cooling (dilution) air through the combustor liner in a 
manner that closely simulated the actual engine (Figure 9). 
Passages extend through the pipe housing the linear to 
accommodate the fuel supply line and electrical igniter, as 
well as the electrostatic probe and alignment telescope. An 
air-eductor pipe with baffles receives the hot exhaust 
gases, mixing the exhaust with cooling air, directing it 
away from personnel and structures. 
Zz. Fuel Supply System 

Fuel is supplied to the combustor froma refillable, 
3 liter capacity stainless steel canister. The canister 1s 
pressurized by a standard nitrogen cylinder through a 
pressure regulator. The delivery pressure set with the 
regulator determines the fuel flow rate to the combustor, 
while two solenoid valves ("ARM" and "FIRE") provide for 
pressurizing the tank and discharge of the fuel to the 
nozzle, respectively. A new, precision pressure regulator 
was added to the system to improve the stability of fuel 
pressure and flow rate. This regulator provided an 
extremely stable pressure (approximately + 0.5 PSI) over the 
range 75-350 PSI required to duplicate the design 


specifications for the T-56 fuel nozzle. 
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The cylinder, canister, regulator, valves and flown 
meter were all mounted to a welder's cart. To improve 
safety aspects this cart was relocated within the concrete 
"blockhouse" to further protect it from a combustor fire or 
explosion. Lastly, a hand-operated, positive-displacement 
fuel pump was added to draw the desired test fuels from 
their respective storage barrels. The pump was mated to a 
large glass graduate fuel reservoir. The graduate reservoir 
was specifically designed and fabricated for this phase of 
the investigation to provide precise, repeatable 
measurements of fuel quantity in liters. Additionally, a 
preliminary fuel filter was also provided between the pump 
and reservoir. Together these devices contributed added 
precision and productivity to the test facility. 

Fuel flow rates for a test could be determined (as 
had been done by previous researchers) by combining the 
duration of the test with the measured fuel quantity 
(volume) and the density value of the fuel. To validate 
this method, and improve overall data accuracy, a turbine- 
type fuel flow transducer and pulse converter were 
incorporated. A Flow Technology, Inc. Model FT-4-8 
flowmeter with a Model PRC-408 converter were added to 
provide a real time record of fuel flow. Using manufacturer 
supplied universal plotting charts and data points for 


fluids of different viscosities, calibration curves were 
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made for the installed flowmeter for the range of fuels to 
be tested. Tests performed with the flowmeter confirmed the 
validity of the former methods, as the calculated and 
measured fuel flows repeatedly agreed within l-percent. 
Chart recording of the flowmeter system's pressure 
regulator. 

This calibration and validation later proved of 
great value. During a later test when the high voltage 
probe was allowed to arc, the high intensity electrical 
discharge apparently caused damage to the sensitive RF- 
modulator portion of the pulse-rate converter. 
Nevertheless, testing was allowed to continue, while 
awaiting a replacement unit, with assurance that the fuel 
system stability was consistent and reliable. While the 
flowmeter was unavailable, a standard in-line pressure 
transducer was used to provide a verification and record of 
fuel pressure and pressure regulator stability. 

3. Air Supply System 

Air flow for the combustor is supplies by an 
industrial grade (Carrier Brand name) 300 horsepower, vane- 
type compressor. The system is capable of high volume, but 
limited pressure due to the large diameter underground 
delivery piping connecting the compressor and the test 
faicawlet vy. The combustor was immediately exhausted to 


atmospheric pressure through the large diameter exhaust 
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eductor. No attempt was made to "“choke" the flow or create 
added back pressure on the combustor as would be found in 
actual engines exhausting to a gas turbine. Nevertheless, 
pressure drops in the range 0-10 PSI could be maintained 
across the combustion liner, sufficient to represent idle- 
power and low-power conditions for the T-56 engine. 

The airflow measurement system had been calibrated 
during the preceding research phase as mentioned previously. 
The differential pressure transducer (Statham Model 12725,+t 
1 psid) provided the input to a trace of a chart recorder 
and a digital voltmeter to enable setting and recording the 
pressure values which corresponded to combustor airflow 
rates. A flow-straightener section, used during the earlier 
airflow calibration, was retained to provide added flow 
Stability to the combustor. 

The calibration formulas and chart plots of pressure 
transducer output (volts) versus air mass flowrate generated 
earlier by Mavroudis [Ref. 23] were again utilized for 
establishing air flows for desired combustor equivalence 
Pat dlOSe The air supply and air flow measurement systems 
were both extremely stable. Overall measurement and 
repeatability were determined to be 4-percent or better. 
Calibration curve values were corrected for density changes 
(due to temperature variance) and for back pressure before 


reducing and reporting combustion test run data. A single 
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type-K thermocouple was used to measure combustor inlet air 
temperature. 

Airflow control is provided by a globe valve in the 
air supply riser at the test facility. To provide increased 
Operator safety and better control, the valve drive was 
remoted by the addition of an extension shaft and an 
Oversized, rapid-drive control wheel. This allowed control 
of airflow rates from behind the concrete wall of the 
blockhouse instead of adjacent to the combustor test rig. 
The new control wheel decreased combustor over-temperature 
(and thermocouple burnout) by allowing airflow to be rapidly 
increased after combustor lightoff. It also enabled more 
precision in setting target airflows, with less overshoot of 
the desired value. Finally, it permitted the centralizing 
Of all operating controls to one location increasing 
productivity and allowing two researchers to observe all 
data displays while safely and efficiently manning the test 
rig, (Figure 10). 

4. Temperature Measurement and Recording 

In previous efforts a single chromel/alumel (type-K) 
thermocouple, placed in the center of the combustor's 
exhaust had been used for temperature measurements. Study 
of gas turbine combustor literature [Ref. 25], however, led 
to the belief that this position alone might be insufficient 


to detect potential temperature variations. Also, a single 
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thermocouple did not provide the ability to observe 
temperature profiles across the combustor's exhaust plane. 
Consequently, a set of three inconel-shielded (but 
ungrounded) type-K thermocouples were installed on the 
combustor test rig. These were placed through the openings 
provided for standard service thermocouples used in actual 
engine applications, (Figure 1l). 

This arrangement allowed the thermocouples to be 
monitored singly or in combination. In combination, they 
could provide an average temperature across the exhaust 
plane by electrically summing their outs prior to recording 
on a strip chart recorder. As an added "control" 
temperature indicator, and as a backup sensor in case of 
high temperature failure of type-K device to verify changes 
in the exhaust profile. With the summing of the three 
thermocouples it was believed that a much improved 
representation of the average exhaust temperature, and thus 
the combustion efficiency, of test runs would be realized. 

5. High Voltage Power Supply 

The high potentials required for the electrostatic 
probes were supplied by a Hipotronics (Model 830-5 series) 
power supply capable of up to 30,000 volts output. This 
supply provided a variable current-limiter with a maximum 
capability of just over 5 mA. Voltage delivered to the 


electrostatic probe was recorded by a tap made parallel to 
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the power supply's voltmeter. To provide maximum shielding 
for test measurement and recording devices, the power supply 
received its power through an isolation transformer. 
Furthermore, the high voltage was supplied to the electrode 
through a grounded-shield coaxial cable, and the power 
supply was grounded to earth and the combustor test rig 
through separate copper braided cables. The power supply is 
pictured along with other test rig instruments and data 
recorders within the test facility blockhouse in Figure 12, 
while a schematic of the entire test apparatus is shown in 


Figure 13. 
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IV. RESULTS AND DISCUSSION 


A. GENERAL 

Summaries of significant combustion test results appear 
in. Tables. 2,.57, ands 4. Overall a total of 253 separate 
combustion test runs were completed during which the 
combustor and fuel nozzle were subjected to the influence of 
the high voltage probes. Of this total, 71 runs wee 
rejected due to a defective fuel nozzle orifice, which 
resulted in fuel spray oscillations and unstable combustion 
performance (Test run 4-28-1 through 5-4-4). However, 
unlike previous efforts, no tests were lot due to 
thermocouple burnout, an accomplishment credited to the 
improvements made to the test facility's air supply 
measurement, indication and control equipment. The 
remainder of 182 combustion tests wee considered acceptable 
for data reduction and examination. Of these, the results 
of 55 selected test runs are presented to discuss and 
compare the effects observed on combustion performance in 
the presence of the electrostatic charging probes. 

The selected results are assembles by fuel type starting 
with the design fuel (JP-4) then the slightly off-design 
fuel (JET-A) and lastly the greatly off-design comparison 


fuel (DF-2). To investigate the potential for improvement 
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in combustion efficiency as a function of probe charging-gap 
distances, probe-to-nozzle separation was varied from 5 to 
35 millimeters. The separation used for a given test run is 
indicated in the column labeled "Charging gap (mm)". 

Similarly, combustor inlet fuel-air mixture equivalence 
ratios were varied from a nominal low of approximately 0.3 
to as high as 3.3. Although this research concentrated 
predominantly on fuel-lean equivalence ratios (ER < 1.0), 
some fuel rich tests (ER > 1.0) were run to validate and 
compare with the results of previous researchers, albeit 
using the latest improvements in data sensing and recording. 
In each case the fuel delivery pressure was maintained at a 
constant 90 PSIG, while a predetermined airflow rate was 
established to create the target value of ER desired for a 
particular test. 

After the light-off transient subsided, the combustion 
temperature was allowed to stabilize; then the voltage was 
raised on the electrostatic probe. The voltage increase was 
continued to the maximum achievable without arcing (due to 
FeouMding), Or to the point of high current (> 5.0 mA), 
witenever occurred first. The voltage was then reduced 
Slightly to avoid a field breakdown. These quasi-peak 
voltage and current values are those recorded in the 
"VOLTAGE" and "CURRENT" columns, respectively, of the test 


result tables. They represent the actual "working" voltage 
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and current that provided the power to affect and modify the 
fuel spray. 

The next two columns of the test results represent the 
average combustor exhaust temperature (TEMP), and change in 
combustion efficiency (ANo) realized during thetest scun- 
Both values are representative of the thermal profile sensed 
by the thermocouple array at the exit plane of the combustor 
test rig. The final, "NOTES", column indicates the type of 


electrostatic probe used on the individual test run. 


B. PROBE PERFORMANCE 

The sealed-quartz probe design was the first tested. 
This design demonstrated the capability of quartz to 
materially withstand the hostile thermal environment of the 
combustor. It withstood the high combustion temperatures, 
without any form of film-cooling, from very near the nozzle 
(5 mm), out to the right-angle entry (25 mm) used by the 
previous research phase. However, the tungsten-quartz bond 
was insufficient to provide a gas-tight seal to prevent 
gaseous fuel-air mixtures from entering the probe. Thus, 
although it was abandoned for this reason, its use added 
credibility and optimism to the prospect of a follow-on 
pressurized quartz-tipped probe. 

The pressurized~-quartz probe, with a nitrogen charge of 
about 15 PSI, proved sufficient to prevent gaseous fuel 


entrainment on the interior of the quartz insulator tubing. 
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This probe was highly effective at preventing flame-holding, 
without any circulation control, for the smaller probe-to- 
nozzle charging gaps (up to 7.5 mm). Its thinner and more 
aerodynamic profile was necessary to achieve the very small 
charging gaps required in order to explore regions where 
electrostatic charging might be effected with lower voltages 
and currents. As the results indicate, use of the 
pressurized-quartz probe permitted this exploitation of the 
low power benefits of electrostatic charging and atomization 
phenomena. These data reveal increases in combustion 
efficiency were realized with electrical power outputs at 
the probe ranging from a low of 0.4 watts to a high of only 
2.3 watts. A relatively impressive 1.1 percent increase in 
combustion efficiency was achieved for DF-2 with only 0.42 
watts of electrostatic charging power expended. 

To maintain appreciable high voltage on the probe beyond 
a distance of approximately 7.5 mm from the nozzle, it was 
necessary to change to a nitrogen purged probe to provide a 
flame blow-off counterflow around the electrode. The 
pressurized-quartz probe, which had performed well up to his 
point, became incapable of supporting voltages in excess of 
approximately 3.0 KV without grounding to the liner through 
the combustion flame. To overcome this problem the double- 
insulated purged probe was used to investigate charging gaps 


from 7.5 mm out to the maximum gap of 35 mm. 
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With this probe variant iS was possible to continue to 
achieve sufficient voltages on the probe to affect the fuel 
spray and consequently the combustion efficiency of each 
fuel. Flame blow-off was provided by a 10 PSI nitrogen 
purge throughs the probe's circulation Control! vomeors. 
Although this alumina probe was larger and less aerodynamic 
than the quartz-tipped probes, the inert gas counterf lew 
around its electrode was able to displace the flame-holding 
effects and enable voltages to be increased to as high as 
10.5 KV on some test runs. This compares favorably with the 
maximum voltages achieved by Mavroudis [Ref. 23] at the 
right angle entry position. 

Generally as the charging gap was increased the maximum 
voltage increased out to the 25 mm position and then tended 
to decrease slightly out to the maximum distance tested. 
This anomaly was not present during cold voltage breakdown 
tests where voltage increased nearly linearly with each 
increase in the gap distance. It is believed that beyond 25 
mm, the right-angle position, tWe “ffectivemess Of ene 
nitrogen counterflow began to be offset as the electrode's 
potential began to be focused toward the ionized gases of 
the primary flame zone, instead of the fuel nozzle. 

Of even greater interest was the observation that for 
all fuels and equivalence ratios the charging current showed 


a marked increase at or beyond the 15 mm gap. The reason 
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for this increase is believed to be attributable to a change 
in the electrical charging mode influencing the fuel spray. 
At the smaller probe-to-nozzle separations (up to 
approximately 7.5 mm) the modest currents indicate that the 
modification of the fuel spray was due largely to 
electrostatic charging. Here as the larger field strengths 
(volts-per-meter) would support, the droplets were 
predominantly affected through direct field emission in the 
relatively higher local electric fields focused upon the 
mezzle. At the greater probe-to-nozzle separations, the 
order of the magnitude increase in the charging current 
strongly suggests that the fuel spray was being influenced 
by electrohydrodynamic charging. In this case, the fuel 
spray was being influenced by electrohydrodynamic charging. 
In this case, the fuel spray modifications were being 
affected by the creation of a corona discharge about the tip 
of the probe; fuel droplets passing through the region of 
the corona's influence were then electrically accelerated in 
their breakup process relative to the amount of acquired 
electrical charge. 

Finally, and for both the electrostatic and 
electrohydrodynamic cases, a general trend was observed when 
the charging power was examined for the various test runs. 
This examination indicated that the power (wattage) required 


to achieve changes in the fuel spray was greatest for JP-4, 
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less for JET=A, and least for DF-2. The reason stones ens 
believed to be that the more optimal the fuel, the better 
the natural atomization of the fuel nozzle (smaller, more 
stable droplets), and consequently the more power (or work) 
required to effect a reduction in the surface tension of the 


mean droplet size in the spray. 


C. COMBUSTION EFFICIENCY 

Energy analysis of a standard combustor reveals that for 
a given fuel type (i.e., constant heat values) and constant 
equivalence ratio (i.e., steady fuel and air mass flow 
rates), the combustor's thermal efficiency determined solely 
by the amount of heat addition realized between the inlet 
and outlet of the combustor. Provided the equivalence ratio 
contains excess combustion air, then any process which 
causes an increase in the combustion reaction, during the 
residence time of a given mass of fuel-air mixture within 
the combustor, would result in an increase in the 
combustor's thermal efficiency. An improvement in the fuel 
spray quality or the atomization efficiency of the fuel 
nozzle are examples of the processes that would allow this 
increase in the combustion efficiency. 

The numerical value of a combustor's thermal efficiency 
can be calculated from its air and fuel mass flow rates, the 
thermal property constants for the fuel (net heat of 
combustion and specific heat values) and the temperature 
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change across the combustor. The efficiency then becomes 
Simply the ratio of combustor thermal energy output to the 
chemical energy input available for conversion to thermal 
energy. A change in combustor efficiency, for a given, 
steady-state, set of fuel and air parameters can be reduced 


to simply the net relative change in combustion temperature: 


qT, = T) AT 
ANo = —_————— = — 6) 
a qT, 
where T, = Average exhaust temperature before voltage 
application 
T, = Average exhaust temperature after voltage 
application 


Calculations of the actual combustor thermal efficiency 
were made for various equivalence ratios with the 
electrostatic probe inserted, but without high voltage 
applied [Ref. 26]. Examination of these curves revealed 
that, for the fuel-lean case, the design fuel. JP-4, 
provided combustion efficiencies from approximately 88 to 98 
percent as the ER decreased from about 0.45 to 0.30, 
respectively. Correlation of these plots revealed that the 
ordering of combustion efficiency, in descending order was 
JP-4 followed by JET-A, and then DF-2. While the plots were 
nearly identical, in terms of parallel slopes at any given 


ER, JET-A's combustion efficiency was consistently 0.5 to 
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1.5 percent lower sthan JP=]4:) (sami ar lye ac 
consistently 5 to 6 percent lower than the design fuel. 

To detect changes in combustion efficiency caused by the 
effects of high voltage application required a sensitive yet 
Stable temperature sensing system. This was provided by the 
electrical summing and averaging of the three type-K 
thermocouples that were laterally spaced at the exhaust 
plane of the combustor. Together these thermocouples 
provided a very stable temperature trace, which virtually 
eliminated random and nonhomogeneous thermal fluctuations 
from appearing in the temperature recordings. The overall 
noise factor was reduced by greater than 70 percent relative 
to a single centrally located type-K thermocouple used in 
earlier investigations. Simultaneous recording of the 
constancy of fuel and air flow rates provided further 
assurance that changes in the average temperature profile 
during high voltage application were directly related to the 
electrical charging influence of the probe on the fuel 
spray. 

Favorable results in affecting the exhaust temperature 
were recorded for all three fuels. Significant increases in 
combustion efficiency (0.3 percent or greater) were produced 
in 54 of the 182 acceptable combustor test runs. The 
Significant results for JP-4 ranged from 0.35 to 0.68 


percent, with an overall average combustion efficiency 
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increase for all tests of 0.56 percent. The range for JET-A 
was more favorable with combustion efficiency increases from 
0.30 to 1.10 percent and an average increase of 0.66 
percent. The most impressive results were those for the 
"well off-design" fuel, DF-2, Eanging L£rom 0.38 "toe 1. 10 
percent, with the highest overall average of 0.77 percent 
combustion efficiency increase for all significant test 
runs. 

While these percentages may seem small on first 
consideration, it must be realized that the baseline 
combustion efficiency is fairly high. In the case of JP-4 
the average baseline combustion efficiency is approximately 
93 percent for the range of equivalence ratios tested. 
Thus, even in the ideal case, the maximum combustion 
efficiency increase achievable for JP-4 is only 7.0 percent. 
Consequently, the average increase of 0.56 percent realized 
for JP-4, the design fuel, is in fact 8.0 percent of the 
absolute efficiency increase remaining for an ideal 
combustor. 

Other indications of the probe's electric field 
influence were also observed. Although not all tests in 
this research series made net positive changes in the 
average exhaust temperature, most tests did produce a 
lateral variation of the exhaust temperature profile. For 


example, during some tests a temperature decrease was 
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recorded on the side of the combustor opposite the probe, 
while increases were recorded on either or both the central 
and the other side thermocouple. On other instances an 
increase in temperature was recorded on the central 
thermocouple with no change or a decrease in temperature on 
the two side thermocouples. In no instance, however, was 
there an overall decrease in the temperature profile, nor a 
net loss in the average exhaust temperature observed. 

The best example of this phenomena detected a 36° C 
variation on an average profile temperature of approximately 
880° C. Taken as a simple ratio, this observation indicates 
a temperature "modulation" of over 4 percent. fees 
believed that, either singly or in combination, the 
repulsion of like charged fuel droplets and the attractive 
force created by the high potential of the probe's electrode 
were responsible for this observed nonuniformity across the 
exhaust plane. 

Analysis of the combustion efficiency results by fuel 
type indicates that the more off-design the fuel, the 
greater the degree of combustion efficiency enhancement 
achievable. Not only did the overall maximum change in 
combustion efficiency increase as the results were examined 
for JP-4, JET-A and DF-2, in that order, so too the overall 
average of the changes in combustion efficiency likewise 


increased. These findings also corresponded with the 


76 


observed trend that the power (wattage) required to achieve 
combustion efficiency improvements decreased in the same 
Order JP-4, JET-A and DF-2. Simply stated, with all other 
factors equal, for a given electrical input power one would 
expect greater combustion improvement for DF-2 than for JP- 
4. Again, the cause for these observations is believed to 
be related mainly to the relative magnitudes of the surface 
tension of the three fuels. 

One other observation worth comment is that combustion 
improvements appear to be realizable only for a narrow range 
of equivalence ratios. The reasons for this are believed to 
be at least two fold, mainly the relationship between ER and 
the position of the flame-front in the combustor, and the 
relationship between ER and the size of a typical droplet. 
First, as ER changes the region affected by the flame-front 
and ionized gases also changes, moving longitudinally along 
the combustor's axis. At low equivalence ratios this region 
is believed to move upstream toward the fuel nozzle. Thus 
at lower ER's achieving sufficient probe gap to maintain a 
high potential relative to the fuel nozzle, in comparison to 
the breakdown potential to the flame front or flame-holding 
areas, becomes a limiting factor. has scomdi tion is 
exacerbated by the short residence time and higher stability 


of the smaller, higher-speed droplets. 
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As ER is increased appreciably another limit is reached 
where the larger droplet size requires more work than can be 
provided by the electrical field at its maximum sustainable 
voltage. The droplet residence item in the field's 
influence is too brief to cause droplet breakup. For fuel- 
rich equivalence ratios, the flame front has moved even 
further downstream. Following the previous analysis, the 
relatively lower air flow velocity has allowed the mean 
droplet size to remain even larger. However, now the droplet 
size is so large that its stability is very low and 
consequently the achievable electrical influence is 
sufficient to cause its breakup. Finally, another upper 
limit is reached where the droplet size is so large that the 
electrical power achievable is insufficient, relative to the 
droplet's residence time in electrical field's influence, to 


measurably hasten the droplet's breakup. 
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V. CONCLUSIONS 


Hydrocarbon fuel spray patterns can be modified and 
modulated by the influence of an electrical field. The 
electrical field effects can be applied to an existing, 
unmodified fuel nozzle by a relatively simple, 
inexpensive and low power fuel droplet charging system. 
In the presence of an electrical field the atomization 
quality of a fuel nozzle (e.g., the mean droplet 
diameter) and the geometry of the spray (e.g., the spray 
cone-angle) can be modified in a manner that favorable 
affects the average exhaust gas temperature of the 
combustor. 

Increases in the average exhaust gas temperature can be 
induced by electrical field influences on the fuel nozzle 
and spray. These increases produce proportional 
increases in the net combustion efficiency of the 
associated combustor. 

Two mechanisms of electrical droplet charging, 
electrostatic and electrohydrodynamic, appear to have 
been demonstrated using the same combustor and electrical 
charging system. In each instance changes in the 
combustor's exhaust temperature profile were detected 


during the presence of the electrical field. 
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Of the two charging mechanisms, the electrostatic case 
appears to hold the greatest prospects for improving a 
combustor's combustion efficiency and correcting 
temperature variations at its exhaust plane. In this 
case, small probe-to-nozzle charging gaps permitted 
relatively low voltages and leakage currents to produce 
Significant effects on the spraying of all fuels tested. 
Electrostatic charging provided the greatest net power 
conversion increase for each of the three fuels tested. 
For JP-4 the maximum combustion efficiency increase-per- 
watt of electrical power input was 1.45%-per-watt with a 
driving electrical potential of only 4.0 KV; for JET-A, 
1.84%-per-watt with 4.4 KV; and for DF-2, 2.62%-per-watt 
with 452)KV. 

Electrohydrodynamic charging produced considerably lower 
net power conversion increases than the electrostatic 
case. For JP-4 the maximum combustion efficiency-per-watt 
of power input was 0.017%-per-watt with a driving 
potential of 9.0 KV; for JET-A, 0.031%—-per-watt with 8.0 
KV; and for DF-2, 0.066%-per-watt with 8.0 KV. 

There appears to be a correlation between the fuel type 
and the amount of the electrical power required to induce 
Significant combustion efficiency increases or 


temperature variations. In both charging mechanisms the 
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power requirements tend to increase by fuel type in the 
SLder UR -2peJIET—-A,, and ab—4. This suggests that power 
requirements vary inversely in relation to the surface 
tension and viscosity of the fuel. 

The reason for the correlation between power requirements 
and the fuel properties is believed to be that the higher 
the surface tension and viscosity the poorer the normal 
atomization provided by the fuel nozzle. Thus the nozzle 
yields a larger, less stable, mean droplet size. This 
distribution of droplet sizes, in turn, requires less 
electrical charging power (or work) input to effect the 
reduction in surface tension necessary to hasten the 
breakup of the mean droplet size in the spray. 

The apparatus utilized and the results achieved should be 
interpreted mainly as an experimental demonstration of 
electrostatic and electrohydrodynamic principles. They 
should not be interpreted aS a maximized system nor as 
approaching the practical limits of the phenomena. The 
gains realized should be viewed as substantiating the 
desirability of continued research and prototype 
development in conjunction with other advances in 
combustion technology such as ceramic combustor materials 


and electronic fuel control systems. 
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APPENDIX A: TABLES 1-4 


TABLE I 


PROPERTIES OF TEST FUELS 


JP-4 JET—-A DF-2 
Hydrogen (wt $%) 14.1 3 TZ 
Density (kg/m?) 755 822 870 
Kinematic 
Viscosity 
(cst at 16°) 1.03 Decl: B10 
Surface Tension 
(N/m 
at 20°C) 23.5 25.6 28.8 
Aromatics 
(volume $%) 4 gl 18.9 67.0 
Net Heat of 
Combustion (MJ/kg) 43.4 A320 42.4 
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Hollow Ball-Joint Support for Electrostatic 
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Figure 2. 
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Figure 3. Four-degree-of-freedom Probe Mount and 
External Calibration Scale 
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Figure 4. Probe Alignment Periscope 
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Figure 5. Common Probe End Cylindrical Plenum 
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